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STATEMENT OF PATENT HOLDER CONCERNING THE USE OF PATENTED 


DEVICE OR DESIGN IN CONJUNCTION WITH AN AMERICAN NATIONAL STANDARD 
—_—_—_—_—_—_—_[__—__ STE AN AMERICAN NATIONAL STANDARD 


1. Name of ‘Patent Holder 


N 
. 


Note: This form is to be used to record the statement of 
a patent holder whose patented device or design (pending 
or approved) may have to be used by a person or organi- 
zation complying with an American National Standard. This 
statement is filed and retained pursuant to Section 7.4 
of the American National Standards Institute Procedures 
for Management and Coordination of American National 
Standards. f 


STRATACOM, INC. 


——— eee 


Address: 1400 PARKMOOR AVENUE 

Contact: - MARK CHANDLER GENERAL COUNSEL : 
MARK CHANDLER GENERAL COUNSEL 
(Name) (Title) 


Number and Description of Patent(s) (use extra sheet if necessary) 


Patent Number(s); 32072» 449 AND 5,128,945 , i 


(Attach copy of patent application) 


PACKET FRAMING USING CYCLIC REDUNDENCY CHECKING 
— 


List Claims Pertinent to Compliance with Standard: _ ALL CLAIMS 


Description: 





Date of Expiration: 12/10/2008 AND 7/7/2009 - RESPECTIVELY 
Pending (J Approved (check one) 


If Pending, indicate date of. application: 


es 


If Patent Holder is a transferee of original claimant, attach the 
transfer agreement. 


Name of Proposed ANSI Standard: _ BROADBAND ISDN AND DS1/ATM 


USER NETWORK INTERFACES: PHYSICAL LAYER SPECIFICATION (BSR T].412) 
eee SSE Se he) 


List sections of standard ‘to which patent claims relate; 11-4 


i 











(Revised October 1975) 
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4. Terms and Conditions of License. 





` Are there any licensees _ YES Tt 80, “how ‘many 1 


` Please attach a copy of License agreement, if any. * SEE BELOW 
5. Statement of Patent Holder ; 
i Please check one of the following statements: i 
(a) A license shall be made available = (check one) 


without compensation to applicants 

desiring to utilize the License for ; ` 

the purpose of implementing the CJ 
standard oT, - a ae 


(b) A license shall be made available to 
applicants under reasonable terms and > he 
conditions that are demonstrably free ae {x} 3 
-of any unfair discrimination. T i i ; 





(c) An assurance of non-assertion will be 
filed with the Patent Office by the . 
effective date of ANSI approval of . CI 
the listed standard. ` 






General Counsel 
Signed: ` 


(Name) MARK CHANDLER (Title) 











Company: STRATACOM, INC. 


Date: FEBRUARY 27, 1995 


* REF. 4. 


THE LICENSE AGREEMENT IS NOT GENERALIZABLE AS IT WAS ENTERED 
INTO WITH A VENDOR AS ONE PART OF AN OVERALL VENDOR/CUSTOMER 
RELATIONSHIP. 

















